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WASHINGTON, D-C. 20503 


Review Staff: 75/3272/1. 
22 October 1975 


Mr. A. Searle Field 

Staff Director 

Select Committee on Intelligence 
House of Representatives 
Washington, D.C. 20515 


‘Dear Mr. Field ~ 

This is to confirm that the interview requested 
by Ms. Sheketoff in her 20 October letter has been 
arranged for Pasceys 24 October, 1100 at Headquarters. 

Another appointment requested in her 17 October 
letter has been set up for 1000, same date at 
Headquarters. Confirmation of this toelee meeting 
has been forwarded — to you. 


; Sincerely,” 
STATINTL 


eview ota 
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